162, Alexandra Road, 
Mu swell I-Iill , 
London N10 2ES, 
England. 

March 28, 1976. 



Dear Mr. Weisberg, 

I hope yon are well, and that yon have fully recovered from yotir bout of 
phlebitis. Thank you again for the copies of Post Mortem which you so promptly 
sent. As I told you before, I found the book excellent - yoti certainly destroy 
that fictitious medical 'evidence’. The other people who got copies of the book 
through me are equally enthusiastic about it. One of our 'groiip' wrote to me 
and said "When you read Weisberg, you realise what 'research' really is". I 
cannot add to that. 

There is one point on which I wotild appreciate you comments. I realise that 
you are very busy, and cannot spend hours writing letters, but a brief comment 
wotild be gratefully received. 

At the bottom of page 90/top of page 91 of Post Mortem , you disclose that 
you have proof of the removal of two more frames from the early part of the 
original Zapruder film, around frame 163. In an article in Rolling Stone on 
April 24 1975) Robert Groden discloses (p.35) that frames 155 and 156 are missing 
from the film. In an article in the London SUNDAY TIMES MAGAZINE dated July 27 
1975) which is based on Groden' s Rolling Stone article, frame 157 was published 
and clearly shows this splice. Is this the damage of whi ch you had the proof in 
1967, when yo\i wrote Part I of your book? In Groden* s clear version of the film, 
this splice is noticable, both in the Super-8 and l6mm versions. Can you give 
me any further details of the proof you have? As I think I told you some time 
ago, I ha,ve been working on the manuscript of a book based entirely on a study 
of the Za,pruder film and the related evidence. Any details you can give me, 
therefore , will be much appreciated. I would enpha,sise, however, that any facts 
concerning this further damage to the film will be FOR MY FILES ONLY unless you 
say otherwise. 

Finally, when do you think the first shot was fired? I go for some time 
before Z-183) maybe even back in the Z-170's. Dob Cutler goes for Z-I83 in his 
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last two books, said Dick Sprague said Z-I89 in Gallery magazine last October. 

I notice that Groden also picks that frame. I would be very interested in your 
findings on this. I agree that it was before Z-202, when Willis 5 was taken. 
However, I cannot find you specifying a particular frame in any of your books. 

Thank you again for the copies of Post Mortem - I hope that the Bank 
Draft was satisfactory. I look forward to hearing from you soon. Best wishes, 
meantime, to your wife and yourself. 
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